List of: Fatal Accidents in New Park Mine 


Names Hist 


1. Bill Beckendorf and partner Archie Graham were 
in cage and cable broke. They fell in cage 
| 400' and were killed. 


2. Bill Applegate Sr. had a slab slip out of the mine 
"hangin" and crushed his head. 


3- George Nicol had a slab slip and killed hin. 
4. Melvin Street fell into the chute and was killdd. 


5, l from Kamas fell into the 
chute and was killed. 


Ref: Personal interview with Bill Larsen 
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